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CONFIDENTIAL STATE 064141 

FOR RSO TOKYO, PASS TO TSO HABENICHT 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: AUTOSCAN INSTALLATION 

REF: TOKYO 03841 

1 . 450 FEET RESISTANCE WIRE AND 3 TERMINAL BARRIER STRIPS 
POUCHED 16 MARCH 1976 UNDER REGISTRY NO. 3074026. 

2. LOW LOSS COAX FOR ROOMS 316 AND 916 WILL BE SHIPPED 
SEPARATELY ASAP. 

3. A/SY/T WILL SUPPLY ANTENNA FOR ACR PARENT ROOMS. LONG 
WIRE ANTENNA MOUNTED ON ACR WILL MOST LIKELY BE INSTALLED 
WHEN ACR IS ERECTED. THEREFORE IT IS ADVISABLE TO LEAVE 
ENOUGH COAX TO REACH CORNER OF ACR. 

4. IT IS UNDERSTOOD THAT LOCAL LABORERS WILL KNOW OF 
INSTALLATION OF RESISTANCE WIRE. SUGGEST THAT A MINIMUM 
AMOUNT OF TIME ELAPSE BETWEEN INSTALLATION OF WIRE AND 
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COVERING WITH PLASTER OR PANELING. THIS PRECAUTION IS TO 
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KEEP LOCAL LABOR FROM REMOVING SOUVENIRS AND RUINING 
ANTENNA. ALSO ANY OTHER FEASIBLE PRECAUTION THAT DENIES 
KNOWLEDGE OF INTENDED USE OF RESISTANCE WIRE AND CONNECTION 
BETWEEN WIRE AND SPECIAL LOW LOSS CABLE RUNS WILL BE 
HELPFUL. KISSINGER 
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